228    METHODS FOR THE ANALYSIS OF GASTRIC JUICE
. of vessel B. The remainder indicates the number of cubic centimeters of N/10 sodium hydroxide solution necessary to neutralize the acidity due to organic acids and acid salts present in 10 c.c. of gastric juice. The data for 100 c.c. of gastric juice may be calculated according to directions given under Total Acidity, page 226.
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